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MEMORANDUM FOE: Executive Director -Comptroller 


3 May /0 .~„ 


25X1 


SUBJECT 


25X1 


1. At our me eting last we ek on the subject of supergrade ceiling, it 

«U thought that Mr. | ~| is charged to the Office of the Director of 

Cantxal Intelligence supergrade ceiling. This was true during the time he 
occupied a non-supergrade position on the DD/P Table of Organization . 

2. With approval of the recent Supergrade Survey, Mr, 

occupies a supergxade position on the DD/P — 

T/O and he la charged to the DD/P supergrade ceiling. 


cc: Director of Personnel 

E O-DD/S: VET :jvw (2 May 66) 
Distribution: 

Qrig - Adse 
1 - ER 

. DD/S Subject 

1 - DD/S Chrono 


SIGKSD Alan It. Warfield 

Alan M. Warfield 
Acting Deputy Director 
lor Support 
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